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Message: RE: Issues with New System 


Q RE: Issues with New System 


From 

To 

Cc 


Kraft, Emily 
'Megan Lengerman' 


Date Thursday, February 16, 2017 3:28 PM 


Last I heard, USD was testing to see if it was an issue with it being a Mac, but I haven't heard anything 
back on that yet. Have you noticed if there's any common spot that's causing the page to reset when 
you tab to it? 


From: Megan Lengerman [mailto:megan.lengerman@nursesfornewborns.org] 
Sent: Thursday, February 16, 2017 3:16 PM 
To: Kraft, Emily 

Subject; Issues with New System 


Hey Emily, 


I hate to bother you, but I am still having issues with entering our clients into the new system. It is 
consistently resetting itself while I am tabbing through, entering information. I am using Firefox and have 
been unable to find any way to utilize the compatibility view within this browser. 


Thanks! 

Megan 


Megan Lengerman, MA 

Intake and Contracts Manager 
Nurses for Newborns 
7259 Lansdowne, Suite 100 
Saint Louis, MO 63119 
P- 314.544.3433 X321 
C-314.604.2426 
F- 314.448.4004 

E - nnegan.leng^ernnan(5)nursesfornewborns.org 

Confidentiality Notice: This communication, and any files attached, contains confidential information that 
may be privileged. The information is intended only for the use of the individual(s) or entity to which it is 
addressed. If you are not the intended recipient, any disclosure, distribution or the taking of any action in 
reliance upon this communication is prohibited and may be unlawful. If you have received this 
communication in error, please notify the sender immediately by reply e-mail and destroy the original 
information. Thank you. 
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